STOCKTON STREET 

MERIT LIGHTS 85MM REGULAR FTB 

BRAND CODE-01520 CSTD) 



APPLIES TO EXPORT FORMULAS: 55 

MACHINE TYPE : MULFI 

FILTER ROD LENGTH : 108.0 

FILTER CIRCUMFERENCE : 24.45 

NUMBER UP ; 4 

PLUG LENGTH : 27.0 

ROD R.T.D. : 586 

PLUG R.T.D. : 99 


EFFECTIVE DATE: 02/19/96 
STANDARD PRODUCTION 
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FINISHED COMBINED FILTER ROD DESCRIPTIVE 

11.OMG TAR FTC 


FILTER ROD 


108HM X 24.45MM PH LT/L&M MILD CAB MADE 07-565-A 
108HH X 24.45MM PM LT/L&M MILD FILTRONA 07-577-A 


COMBINING PAPER 


26.25HM X 6000M KC 45-Hl 


06-362-A 


ANCHOR ADHESIVE : NATIONAL 34-2760 (FORMERLY 70-4245) 


6i-464-A 


GLUE APP. FOR ANCH. ADH: TWO GLUE LINES 

LAP ADHESIVE : NATIONAL 34-2760 (FORMERLY 70-4245) 61-464-A 


TOTAL WEIGHT 


89.69 GRAHS/100 RODS 22.42 GRAHS/25 RODS 


% 


SAP CROSS REFERENCE #: 


FILTER: 07565A 


REASON FOR CHANGE : SPEC UPDATED TO REFLECT REVISED PLUG RTD 

: CALCULATIONS 


PREPARED BY 
PREPARATION DATE 


APPROVED BY: 
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: D.J. KELTON (A/S400) 
: 2/15/96 

fY\ 


PRINTING DATE : 2/15/96 

PRINTING TIME : 10:37:47 

SUPERCEDES SPECIFICATION DATED: 1/01/96 


Source: https://www.industrydocuments.ucsf.edu/docs/gxwm0004 
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